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MEMORANDUM FOR: Deputy Director for Administration 

FROM: John H. Stein 

Inspector General 

SUBJECT: Space for the Signal Analysis Division 

of the Office of SIGINT Operations 


1. The Inspector General Team has now completed a review of 
the Office of SIGINT Operations (OSO) in DS&T. While most of the 
report does not involve the DA directly, one finding relates 
directly to the DA, i.e. the backfill of the current Headquarters 
building once the new Headquarters building is completed. The 
Signal Analysis Division (SAD) of OSO was found to have physical 
conditions which are among the worst of any Agency component in 
the Headquarters building. These conditions not only are 
affecting the ability of the component to perform its vital 
mission, but also are an important factor in the loss of new 
employees to other Agency components and industry. 

2. SAD will be obtaining additional spaces this year, but the 
team found these to be inadequate considering what will be 
required as new systems and personnel enter the laboratory over 
the next several years. While it is probably not within the realm 
of possibility to provide sufficient additional space before the 
new Headquarters building is occupied, it is possible to provide 
SAD relief from the Headquarters decorating/furnishing standards. 
With such relief, innovative use of commercially available 
products could be made to maximize the utilization of the space 
that is available and to create a more attractive atmosphere to 
improve productivity and attract prospective new employees. Since 
the Division is currently investing in a major renovation and 
these spaces will be a major portion of their quarters after the 
new building is complete, it is an opportune time to grant such 
relief. 


STAT 


3. When the new building is occupied, it is strongly 
recommended that SAD's requirement for additional space be 
satisfied. 



y'John 


Stein 
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